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13 October 1957 


Dr . 1 Eubertua STRUGEOLD, a German physiologist born 15 June 1898 In 


Vesttuannen, Germany, was reported In the United States in November 19 54. 
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1. Give dates, duration end purpose of all trips to the 0. S. by subject. 

2. Has he become a United States citizen! 


3 . What other biographic information is available, such as: former 

places of residence, former positions, family, education, physical description, 
etc. 7 
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